MONTHLY BALANCES —BARR A CK.-M AST ER GENERAL. 



Balances of CASH in the Bank of Ireland, belonging to The Barrack 
Master General in Ireland, for each Month in the Year, ending the 
3.1ft December 1807. 



BALANCE - - - 


31ft January - 1807 - - 


£. s. 4 
25.6S9 13 ji 


- - Ditto - 


28 th February 1807 - - 


22,907 ii 6 


- - Ditto- - - - 


31ft March - 1807 - - 


2 S. 4 J 6 9 9 t 


- - Ditto- - - - 


30'th April - - 1807 - - 


9,969 6 24 


- - Ditto - - - - 


31ft May - - 4807 - - 


CO 

IJ1 

0 

Oo 

4 j- 


- - Ditto- - - - 


30th June - - 1807 - - 


13,414 19 8{ 


- - Ditto - - - - 


31ft July - - 1S07 - - 


17,229 I9 IO 


- - Ditto- - - - 


31ft Auguft - 1807 - - 


12,005 10 8f 


- - Ditto- - - - 


30th September 1807 - - 


04,972 19 ,jj 


— Ditto - - 


31ft Odtober - 1807 - - 


12,618 12 64 


- * Ditto- - - - 


30th November 1807 - - 


12,97a 14 8 


- - Ditto - - - - 


31ft December 1S07 - - 


38,905 1 31 



For the Governor and Company of the Bank of Ireland, 

Dublin, the 4th February 1808. 

Ediv. Medlicctt, C. B. K. 
William Donle-vy , A. G. 
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Printed texts were supplied by the Cambridge University Library and digitised by the University of Southampton Library Digitisation Unit 
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BARRACK MASTER GENERAL’: 



